The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

09/17/2010 

David Solet 

Assistant District Attorney, Middlesex County 
Dear ADA Solet, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Cmg^ Cards with analytical results for samples 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples 

I, Annie Khan (Dookhan) was the custodial chemist and performed the preliminary testing and net 
weight for this sample. Daniel Renczkowski was the confirmatory chemist and analyzed the 
GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 

Sincerely? 

jS>~' 

Annie Khan (Dookhan) 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6631 
Annie. Khan@slaie.ma.us 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 



Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00 -12:00 
1:00-3:00 


City or Department: ■ cA 

Name and Rank of Submitting Officer:_ 


Police Reference No.: 


r<- ^ PA 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


c 


re <2 


lOO IaJUiH 




Received 



Date: 


Folk_OIG_PRR_038365 







Date Analyzed: 


City: Billerica Police Dept. 
Officer: Sergeant FRAN K MIRASOLO 
Def: 

Amount: 2.0 

No. Cont: 1 Cont: pb 

DateRec'd: 11/19/2008 
Gross Wt.: 3.66 




Subst: TAB 

No. Analyzed: 

Net Weight: O 
# Tests: \« so 

•£'STK 


Prelim: D x S^Co r \ J n ^ 


Findings: £)yy C< J?0n€ 


» 
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Date Analyzed: 

City: Billerica Police Dept. 

Officer: Sergeant FRANK MIRASOLO 


Amount: 100.0 
No. Cont: 1 


Cont: pc 


DateRec'd: 02/10/2009 
Gross Wt.: 39.94 


Prelim: 


Subst: TABS 


No. Analyzed: 
Net Weight 
# Tests: 


Z. ev'SD 

Lih’JYZ 


Findings: 


OxycocO&oC 


No. 


Date Analyzed: zh-O^ 

City: 

Billerica Police Dept. 


Officer: 

Sergeant FRANK MIRASOLO 


Def: 



Amount: 

100.0 

Subst: TABS 

No. Cont: 

1 Cont: pc 


Date Rec'd: 

02/10/2009 

No. Analyzed: 

Gross Wt.: 

40.76 

Net Weight: 



# Tests: v 


Prelim: £ Findings: 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 


AGENCY 


No. of samples tested: 


ANALYST 

Evidence Wt 



PHYSICAL DESCRIPTION: 


0 - 




(\3.r\ - 



Gross Wt ( ):_ 

Gross Wt ( ):__ 

Pkg. Wt:___ 

Net Wt: Q. ^ 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 

Gold 

Chloride_ 

TLTAj_)_ 

OTHER TESTS 


CT\(A t)iv^(Lic_ v 


PRELIMINARY TEST RESULTS 
RESULTS QJ ^ 

re.OVsQ_ 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_- 

MS 

OPERATOR 

DATE 3- 2.^-0^ 


Revised 7/2005 

Folk_OIG_PRR_038370 












MTCROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycontin 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 80 MG 

Excipients: Povidone 

Sodium Hydroxide 
Sorbic Acid 
Stearyl Alcohol 
Talc 

Titanium Dioxide 

Triacetin 

FO&C Blue No, 2 

Hydroxypropyl Cellulose 

Ferric Oxide, Yellow 

Ammonio Methacrylate Copolymer 

Hypromellose 

Lactose 

Magnesium Stearate 
PEG-400 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Box of 20; Bottlo of 100; Strip of 25 
Contact: Purdue Pharmaceutical Products 
Product ID: 5718858 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 59011-107-20 
NDC 59011-107-10 
NDC 59011-107-25 

Physical Description 

Imprints: OC - The tablet Is imprinted with OC on one side and 80 on the other side. 

80 

Form: Oral Tablet, Extended Retease 
Color: Green 
Shape: Circle 


© 1974- 2009 Thomson Reuters. Ali rights reserved. 


' ■■■-- *t>~-j.. 3/97/onno 
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DRUG POWDER ANALYSIS 



PHYSICAL DESCRIPTION: 


\00 $;Qr\ 

V* v^6 


&& 


Gross Wt { ) 
Gross Wt { ) 

Pkg. Wt 


Net Wt 


X b ■ v ip 




PRELIMINARY TESTS 
Spot Tests 


Mlcroctvstalllne Tests 


Cobalt 


■ I j i [iW/yipH; 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 


Mecke's 


>_(Vs Uc£ 


PRELIMINARY TEST RESULTS 



GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR 
DATE 

Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycontin 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 80 MG 

Excipients: Povidone 

Sodium Hydroxide 
Sorbic Acid 
Stearyl Alcohoi 
Talc 

Titanium Dioxide 
Triacetin 

FD&C Blue No, 2 

Hydroxypropyl Cellulose 

Ferric Oxide, Yellow 

Ammonio Methacrylate Copolymer 

Hypromellose 

Lactose 

Magnesium Stearate 
PEG-400 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Box of 20; Bottle of 100; Strip of 25 
Contact: Purdue Pharmaceutical Products 
Product ID: 5718858 

AAPCC Code: 037705 - Oxycodone Atone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetylsaiicyiic Acid) 

Registry Numbers: NDC 59011-107-20 
NDC 59011-107-10 
NDC 59011-107-25 

Physical Description 

imprints: OC - The tablet is imprinted with OC on one side and 80 on the other side. 

80 

Form: Oral Tablet, Extended Release 
Color: Green 
Shape: Circle 


© 1974- 2009 Thomson Reuters. All rights reserved. 


^ /n. o A A A 
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DRUG POWDER ANALYSIS FORM 


o 


SAMPLE U 



No. of samples tested; 


AGENCY 


ANALYST 
Evidence Wt 



PHYSICAL DESCRIPTION: 


\qO 



r cx-\ cx\ - 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: XU. VS x, \ 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 

CYVvAorviggSKc fi*! 


PRELIMINARY TEST RESULTS 
RESULTS C>VofgrirtVm , A 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS__ 

MS 

OPERATOR_ 

DATE 03^ PS 


Revised 7/2005 


Folk_OIG_PRR_038374 








MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of2 


POISINDEX® Product List 
Alprazolam 

Regulatory-Status: Schedule IV 

Ingredients 

Active-Ingredient: Alprazolam - 2 MG 

Availability & Manufacturing 

Availability: United States 

Available-Contalner-Sizes: Bottle of 100; Bottle of 500 

Contact: Sandoz 

Product ID: 5072403 

AAPCC Code: 007000 - Benzodiazepines 

Registry Numbers: NDC 00781-1089-05 
NDC 00781-1089-01 

Physical Description 

Imprint; Gg; 249 
Form: Tablet 
Color: white 

Shape: tri-scored; Rectangle 

Images for NDC 00781-1089-05 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 2 of2 



© 1974- 2009 Thomson Reuters. All rights reserved. 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2009\SYSTEM7\03_25_09\649212.D 
D JR 

25 Mar 2009 14:01 

BLANK 

1 

DRUGS . M 
RTF 




Ret.. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS** * 


649212.D 


Thu Sep 16 13:40:22 2010 


Page 1 


Folk_OIG_PRR 038377 














Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F: \Qi-2 009\SYSTEM7\03_25__09\64 9213 . D 
DJR 

25 Mar 2009 14:14 

OXYCODONE STD 

13 

DRUGS - M 
RTE 



Abundance 
600000 


400000 


200000 


7 r~r r-T i-r i Ti-p rr t- j- i ; t ^ i i f I | f i 7 f J • rr * rprr i T" ; ~ i "t i j i r t~*t t***t | ~*t \ 

ffime-> 2.00 2.60 3.00 3.50 4,00 4.50 5,00 5.50 6,00 6,50 7,00 7,50 8.00 8.50 9,00 _9.50 



Ret. Time 

Area 

Area % 

Ratio % 


5.893 

907702 

100,00 

100.00 



649213.D 


Thu Sep 16 


13:40:26 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 

Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator ; 


Data File: 

F: \Q1-2 009\SYSTEM7\03_J2 5_0 9X64 9213 * D 
D JR 

25 Mar 2009 14 : 14 

OXYCODONE STD 

13 

DRUGS , M 
RTE 


Search Libraries: 


C:\Database\SLX.L 
C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 5.89 C:\Database\NIST05a.L 

Morphinan-6-one, 4, 5-epoxy-14“hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14~hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-l4-hydro 000076-42-6 99 


Abundance 

80 
60 

40 
20 
0 

bi/2~> 


20 


44 

;l 


70 


65 


Average of 5.861 io 6.079 min.: 649213.D\daia.ms (-) 


115 


140 


84 98 


128 


Mk 




201 


159 


175 


187 


40 


60 


80 


100 120 140 160 


"i~ 

180 


230 


214 


m t ^.ijil 


258 


Jj 


244 


315 


^ ^4 T v f72 287 3 °° 
200 220 240 260 280 300 



649213.D Thu Sep 16 13:40:26 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1~2009\SYSTEM7\03__25_09\649215.D 

Operator : DJR 

Date Acquired : 25 Mar 2009 14:39 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS .M 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


649215.D Thu Sep 16 13:40:35 2010 Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1“2009\SYSTEM7\03_25_09\649216.D 
D JR 

25 Mar 200 9 14:52 

ASD 

16 

DRUGS.M 
RTE 


Abundance 


TfC: 649216,Dtefata.ms 


| 31 

j 

597 

51 

^09 

* ! '• f rn t-t-t - 5 - i 3 —!— V- ! •• I 1 1 r 

| 

i 

n m h u n 

: i 

~Vt-tt- rrmrnr-rn rj-rr-. -r^ 1 1 i i 1 ' ’ ‘ 1 .. i , y 


5 1000000 
1 500000 

0 . , 

hrime-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 6.50 6.00 8.50 700 7 .50 8.00 _ 8.50 9. 00 9,60 


Ret. Time 


Area Area % Ratio % 


3.897 2550626 38.28 62.02 

5.909 4112836 61.72 100,00 


649216.D 


Thu Sep 


16 13:40:38 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2009\SYSTEM7\03_25_09\64 9216. D 
D JR 

25 Mar 200 9 14:52 

ASD 

16 

DRUGS * M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: SO 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 

3.90 

C:\Database\NIST05a.L 





1-Octadecene 

000112-88-9 

98 



l^Heptadecanol 

001454-85-9 

95 



1-Nonadecano1 

0014 54-84-8 

95 


Abundance 

80 

| 60 
40 
20 


$5 


Average of 3,854 to 4,114 min.: 649216.D\data.ms (-) 


43 

I 


oV-T 


11 | rmf 





111 


125 


139 


281 

10 20 30 40 50 60 70^ 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


rrjM 


153 166 182 196 207 

i j i -j-T T l ’f ; i i t r j' f 'T i | ‘T | i > ~jt 


224 

rf-rrpr 


253 

rp-n-rj-rm 


[Abundance 

80 
60 
40 
20 
0 


4‘3 55 


#93542:1 -Octadecene 


29 


15 

rtTP-m 


69 


83 


97 


111 


m 


rrVmWrr 


125 


139 


168 182 195 209 224 

pm i j i r rr| -r ^ T|4 1 T-rTp-i-T i i^ , n^r x ^TTT rp J fr 


252 

i 

rp-Wvrr 


brtfe—> 10 20 30 40 50 60 70 80 9 0 100 11Q 120 130 140 150 1 60 170 1 8 0 190 20Q 210 220 230 240 250 260 270 280 


649216.D 


Thu Sep 16 13:40:39 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


F:\Q1-2009\SYSTEM7\03_25_09\649216.D 
DJR 

25 Mar 2009 14:52 


ASD 

16 


AcquisitionMeth: 
Integrator : 

DRUGS . M 

RTF 



Search Libraries 

: C:\Database\SLI .L 

Minimum 

Quality: 80 


C: \Database\NIST05a.L 

C: \DatabaseXPMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


2 5,91 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5^epoxy-14'-hydro 000076-42-6 99 
Morphinan“*6“one / 4, 5-epoxy-l 4-hydro 000076-42-6 99 
Morphinan-6-one r 4, 5-epoxy-l4—hydro 000076-42-6 99 



649216,D 


Thu Sep 16 13:40:39 2010 


Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2009\SYSTEM7\03_25_09\649233 * D 
D JR 

25 Mar 2009 18:27 

BLANK 

1 

DRUGS . M 
RTF 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


649233.D 


Thu Sep 16 13:40:51 2010 


Page 1 


Folk OIG PRR 038384 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2009\SYSTEM7\03___25_09\649234 . D 
D JR 

25 Mar 2009 18:40 

OXYCODONE STD 

13 

DRUGS,M 
RTE 


Abundance 

600000 

400000 

200000 


TIC: 849234.D\data,ms 
5. $93 


1 T'T~]f l‘T'l t 

h"ime~> 2.00 2.50 3.00 

~r 1 , 1 T” 1 q- 1 ' L " T " T ' ■ -T1 ‘“PH" 1 

3.50 4.00 4.50 5.00 

r-T-rnpr-r- 

5.50 

rVrrr 

6.00 

ti pr T i 'ryi 1 "T 1 j ■i-vi-r-yr-T-r-i j < i < r-fn r~r | r t"tt ■ i 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 i 


Ret. Time 

Area 

Area 

o. 

*o 

Ratio % 

5.893 

1143650 

100 . 

00 

100.00 


649234.D 


Thu Sep 16 13:40:56 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2009\SYSTEM7\03_25_09\649234.D 
DJR 

25 Mar 2009 18:40 

OXYCODONE STD 

13 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

G:\Database\NISTO5a.L Minimum Quality: 80 

C:\Database\PMW_TOX2-L 

PK# RT Library/ID CAS# Qual 


1 5.89 C:\Database\NISTQ5a.L 

Morphinan-6-one, 4 r 5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 00007 6-4 2-6 99 


Abundance 

80 
60 
40 
20 


mz-> 


20 


44 


55 


70 


40 60 


Average of 5-856 to 6.100 min.: 649234,D\data.m$ (-) 


115 


84 98 


140 


128 


201 


159 


175 


188 




230 


215 


V-H 


258 


I 244 


80 


100 120 140 160_ 


180 


3j5 


272 286 3( ?° 

. f v , , .L . r 


200 220 240 260 280 300 



#134017: Morphinaiv6-one, 4,5-epoxy-14-hydroxy-3-methoxy-17-methyl-, (S.alpha,)- 


128 


140 


230 


159 


175 


187 


201 




215 

JL 


258 


3lS 


j 244 

Wj4 t ■ 


272 




286 


300 


120 140 160 180 200 220 240 260 280 300 


649234.D 


Thu Sep 16 13:40:56 2010 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2009\SYSTEM7\03_25_09\649242.D 
D JR 

25 Mar 2009 20:21 

BLANK 
ASD 
1 

DRUGS -M 
RTF 


Abundance . . ' TIC: 649242.D\data.ms 




u ‘ T T rrri t 1 1 M I ‘ ' ' • i f ' 1 '' T f ' ' 1 ' r "l"' r "’. 1,7 T r TTTTTTT T prn-jTTTTjTrr i f > T-r-r-pr-i. 

~>. 2.00 2.50 3. 00 3,50 4.00 4.50 5130 5.50 6,00 6.50 7.00 7,50 8.00 8.50 9.00 9,50 


Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


649242.D 


Thu Sep 16 13:41:14 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2009\SYSTEM7\03_25_09\649243 , D 
D JR 

25 Mar 2009 20:34 

43 

DRUGS » M 
RTE 


^bundaflce 

l 

2000000 

1500000 

1000000 

500000 



i v n ' rnrn “i" r '' 

frime-> 2.00 2.50 

3.00 3.50 4.00 4.50 5.00 

i i-rpn r. fnr-r 

5.50 6.00 

~r ; t ) “rp i i ■ r i rj i i—r~i pn ^ i— j~i r-n j m 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

| 






Ret. Time 

Area 

Area % 

Ratio % 


3.891 

2593210 

37.66 

60.42 


5.909 

4292116 

62 , 34 

100.00 



64 92 4 3 *D 


Thu Sep 


16 13:41:17 


2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1~2009\SYSTEM7\03_25_09\649243.D 
DJR 

25Ma^2009 20:34 

ASD 

43 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Dat aba se\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qua! 


1 

3.89 

C:\Database\NIST05a.L 





1-Octadecene 

000112-88-9 

98 



l“Heptadecanol 

0014 54“85-9 

95 



1-Nonadecanol 

001454-84-8 

95 


Abundance 


55 


Average of 3.854 to 4.114 min.: 649243.D\data.m$ (-} 


43 


83 


80 


1 

6 

9 

97 

! 


60 








40 






111 


20 






12 

>5 

0 

J^XTTrTTTTTrti 

■Iwpl 




|| 

l | . t .i|l r iTT T ^' 

L f 167 182 196 207 224 252 281 

r*r -| T- r TTp--rri~rrrrr j n I rTvr|'fTTT -| iT-fT-p tu|ii n~p t\ t j I t irpn > \ ti t > pr t-t-tt ttttttt- 


fo/z~> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


Abundance 

801 
60 
40 
20 
0 


#93542: LOctadecene 


43 55 


15 





97 


111 


125 


T T W 195 209 224 

t | t i i'i‘j rnrffn i -p ■Htr yrr r Y f T 


252 


10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


649243.D 


Thu Sep 16 13:41:18 2010 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator 


Data File: 

F: \Q1 —2009\ SYSTFM7\0 3__2 5 
DJR 

25 Mar 2009 20:34 

ASD 

43 

DRUGS , M 
RTE 


09\64 924 3 „ D 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 5.91 C:\Database\NISTQ5a-L 


Morphinan-6- 

■one. 

4,5-epoxy-14 

-hydro 

000076-42-6 

99 

Morphinan-6" 

-one, 

4, 5-epoxy-“14 

-hydro 

000 07 6 — 42 — 6 

99 

Morphinan-6- 

■one, 

4,5-epoxy-l4 

-hydro 

0 0007 6-4 2-6 

99 


(Abundance 

80 
60 
40 


Average of 5.856 to 6.094 min.: 649243.D\data.ms {-) 
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#134021: Morphlnan-6’One, 4,5-epoxy-14-hydroxy-3-meihoxy-17-methy h (S.alpba.)- 
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230 
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Thu Sep 16 13:41:18 2010 
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Folk_OIG_PRR_038390 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

F: \Q1~2 009\SYSTEM7\03_25__09\64 924 5 . D 
D JR 

25 Mar 2009 20:59 

BLANK 
ASD 
1 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


64 92 4 5 * D Thu Sep 16 13:41:29 2010 
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Folk_OIG_PRR_038391 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-20G9\SYSTEM7\03_25_09\649246.D 

Operator : DJR 

Date Acquired ; 25 Mar 2009 21:12 

Sample Name 
Submitted by 
Vial Number : 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 




Ret. Time Area Area % Ratio % 


3.892 1898497 41.31 70.40 

5.898 2696748 58.69 100.00 



649246.D Thu Sep 16 13:41:31 2010 


Page 1 


Folk_OIG_PRR_038392 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM7\03_25_09\649246.D 

Operator : DJR 

Date Acquired : 25 Mar 2009 21:12 

Sample Name : 

Submitted by : ASD 

Vial Number : 46 

AcquisitionMeth; DRUGS .M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database's PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NIST05a . L 


1-Heptadecanol 

001454-85-9 

95 

1—Nonadecanol 

001454-84-8 

95 

l“Octadecanol 

000112-92-5 

94 




649246.D Thu Sep 16 13:41:32 2010 Page 2 

Folk OIG PRR 038393 














Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1 — 2 009\ SYSTEM7 \ 03__25 0 9 \ 64 92 4 6 . D 
D JR 

25 Mar 2009 21:12 

ASD 

46 

DRUGS.M 
RTE 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST05a.L 
C:\Dafcabase\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 5-90 C:\Database\NIST05a.L 

Morphinan—6“One, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy—14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5—epoxy-1 4-hydro 000076-42-6 99 


{Abundance 

m 
60 
40 

20 
0 


Average of 5.856 to 6,116 min.: 849246.D\data,ms {-) 
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#134019: Morphinan-6-one, 4,5-epoxy-l4-hydroxy-3-methoxy-17-methyh (S.alpha,)- 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1 — 2G09 \ SYSTEM? \03_25__09\6 4 92 66, D 
D JR 

26 Mar 2009 1:26 

BLANK 

2 

DRUGS * M 
RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


649266.D 


Thu Sep 16 13:41:44 2010 


Page 1 


Folk OIG PRR 038395 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcguisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2 0 09\SYSTEM7\03_25__09\64 92 67 . D 
DOR 

26 Mar 2009 1 : 38 

OXYCODONE STD 

13 

DRUGS * M 
RTE 


Abundance 
| 800000 

| 

I 600000 

! 

i 

400000 
200000 


|Time-> 



Ret. Time 


Area Area % Ratio % 


5,893 


1324800 100.00 100.00 


649267.D 


Thu Sep 16 


13:41:47 2010 


Page 1 


Folk_OIG_PRR_038396 





Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2009\SYSTEM7\03 25 09\649267.D 

Operator 

D JR 

Date Acquired 

26 Mar 2009 1:38 

Sample Name 

OXYCODONE STD 

Submitted by 
Vial Number 

13 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qua 1 


1 5.89 C:\Database\NIST05a.L 

Morphinan'-6-one, 4 r 5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4 t 5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4 , 5-epoxy-l4-hydro 000076—42-6 99 


Abundance 


80 


60 


40 


20 




Average of 6.851 to 6.063 min.: 649267.D\data,ms (-) 
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64 92 67.D Thu Sep 16 13:41:48 2010 
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